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24 April 1968 


25X1 


Subject : 


Dear Chuck: 


Contract | | (6g7) -12846. Follow-On EMR 

Spare Part Requirements Thereunder 



In connection with the subject matter this Contractor is 
pleased to. forward the attached Cost Analysis which 
together with the enclosed listing constitutes this Con- 
tractor's proposal for the following spare parts: 

List #36 - SYSTEM MONITOR TEST SET 
Please be advised as follows : 


1* The above List is of the "Labor Bearing" type. 

2. Copies of the above List are being forwarded 
to the PSO for verification of the items and 
respective quantities indicated. 

This Contractor trusts the contents hereof to be suitable 
for its intended purpose. In the event additional informa- 
tion is required please contact J. Murphy or the undersigned. 


STWlNTL 


MOD : vg 
Enel, 
cc : 


Regards , 


SPO w/oencl, 

PSO tf/encl« 

CO Audit Representative w/encl. 


STATINTL 
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